The  GOVERNMENT  STREET  METHODIST 
CHURCH  was  founded  in  1826  on  the  corner 
of  Franklin  and  Saint  Michael  Streets.  It  was 
known  as  "The  Bee  Hive."  The  church  was 
moved  and  rebuilt  on  the  corner  of  Govern- 
ment and  Broad  Streets  in  1890,  and  the  pre 
sent  building  was  completed  in  1918.  It  is 
the  "Mother  Church"  of  Mobile  Methodism"! 
It  is  Air-Conditioned  throughout. 
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